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Message Text 

LIMITED OFFICIAL USE POSS DUPE 
PAGE 01 STATE 031980 
43 

ORIGIN FBO-01 

INFO OCT-01 ISO-00 OC-06 CCO-00 SY-07 EUR-06 OCL-00 /021 R 
DRAFTED BY A/FBO:PWSTANGEJCKJAN 



APPROVED BY A/FBO:OCRALSTON 
EUR/EX:EWIGGINS (PHONE) 
OC:RRAPIER (PHONE) 
SY/T:JPERDEW (PHONE) 
SOV:FMISCH (PHONE) 

075627 

R 152325Z FEB 74 
FM SECSTATE WASHDC 
TO AMCONSUL LENINGRAD 
INFO AMEMBASSY MOSCOW 
AMEMBASSY BONN 
AMCONSUL FRANKFURT 
AMEMBASSY LONDON 



LIMITED OFFICIAL USE STATE 031980 
E.O. 11652: N/A 

TAGS: ABLD, ASUP, ACOM, ASEC, UR 

SUBJ: LENINGRAD OEFICE BUILDING ELECTRICAL 

REE: (A) LENINGRAD 0123 
(B) LENINGRAD 0143 

BONN FOR RCO 

FRANKFURT FOR RSS AND RTO 
LONDON FOR ATO 

1 . RECORDS HERE SHOW THAT SUFFICIENT FLORESCENT FIXTURES 
WERE PREVIOUSLY PROVIDED UNDER P.O. 2012-300151 FOR THE 
ENTIRE BUILDING INCLUDING EOURTH, EIFTH AND SIXTH ELOORS, 
LIMITED OFFICIAL USE 
LIMITED OFFICIAL USE 

PAGE 02 STATE 031980 

BASED ON DRAWING L-4. CONSEQUENTLY P.O. 2012-300163 DID 
NOT INCLUDE ANY FLORESCENT FIXTURES. 
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2. REPORT SOONEST NUMBER EACH TYPE ANY UNINSTALLED LIGHT 
EIXTURES NOW ON HAND WHICH AVAILABLE EOR AREAS IN QUESTION 
AND MINIMUM NUMBER ADDITIONAL UNITS EACH TYPE STILL 
REQUIRED. UPON RESTUDY HERE MINIMUM REQUIREMENTS, 
NECESSARY UNITS AND TUBES WILL BE AIR SHIPPED. 

3. DEPARTMENT ADVISED MISSING ITEMS LISTED PARAGRAPH 3 
REFERENCE (A) WERE SHIPPED BY TRUCK TO INTERNATIONAL 

CRATING IN NEW JERSEY ON FEBRUARY 4, 1974 EOR DEPARTURE 
VIA OCEAN FREIGHT BUT DUE TO TRUCKERS STRIKE NOT YET 
RECEIVED BY INTERNATIONAL CRATING, DISPATCH AGENT NEW 
YORK HAS BEEN REQUESTED DIVERT SHIPMENT TO AIR EREIGHT 
AT ESTIMATED COST DOES. 338. CHARGE FY 1974 FREIGHT 
COSTS TO EUNDS OUTLINED PARAGRAPH 3 STATE 249659. RUSH 



LIMITED OFEICIAL USE 



NNN 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 15 FEB 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: morefirh 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974STATE031980 

Document Source: CORE 

Document Unique ID: 00 

Drafter: PWSTANGEJCKJAN 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: STATE 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740227/aaaaazvg.tel 
Line Count: 77 
Locator: TEXT ON-LINE 
Office: ORIGIN FBO 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: LIMITED OFFICIAL USE 
Previous Handling Restrictions: n/a 
Reference: (A) LENINGRAD 0123 
Review Action: RELEASED, APPROVED 
Review Authority: morefirh 
Review Comment: n/a 
Review Content Flags: 

Review Date: 06 MAY 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <06 MAY 2002 by ifshinsr>; APPROVED <06 JUN 2002 by morefirh> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: LENINGRAD OFFICE BUILDING ELECTRICAL 
TAGS: ABLD, ASUP, ACOM, ASEC, UR 
To: LENINGRAD 
Type: TE 
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